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Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 15756 031731Z 
47 

ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 RSC-01 /021 W 

065019 

R 03 1720Z DEC 74 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 6209 
INFO AMEMBASSY PARIS 

UNCLAS LONDON 15756 

E.O. 11652: N/A 
TAGS: BEXP, FR, UK 

SUBJECT: MARKET RESEARCH: AIR/WATER PURIFICATION AND 
POLLUTION CONTROL EQUIPMENT (UK AND FRANCE) 

REF: LONDON 14624 

1. EMBASSY HAS DELAYED SUBMISSION POST ANALYSIS OF UK 
STUDY TO PERMIT REVIEW OF CONTRACTOR'S CONCLUSIONS FROM 
STANDPOINT OF NEW DRAFT BUDGET. EXPECT TO COMPLETE 
ANALYSIS BY EARLY NEXT WEEK. 

2. CONTRACTOR FOR FRENCH STUDY REPORTS SURVEY NOW 
LARGELY PULLED TOGETHER DESPITE MAJOR PROBLEMS POSED 
BY WEEKS-LONG POSTAL STRIKE JUST ENDED. WHILE SOME 
INPUT STILL TRAPPED IN POSTAL SYSTEM, CONTRACTOR BELIEVES 
TELEPHONE QUERIES TO SOURCES PREVIOUSLY SENT QUESTION- 
NAIRES CAN GAIN MOST OF INFORMATION SOUGHT. RESEARCH 
FIRM WILL PROVIDE STATUS REPORT AND ANY PROPOSAL FOR 
MODIFICATIONS OR SHORT-CUTS ON 12/6. 

SPIERS 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974LONDON15756 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740350-0675 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741265/aaaacdpx.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: LONDON 14624 
Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 AUG 2002 by ReddocGW>; APPROVED <13 FEB 2003 by CollinP0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MARKET RESEARCH: AIR/WATER PURIFICATION AND POLLUTION CONTROL EQUIPMENT (UK AND FRANCE) 
TAGS: BEXP, FR, UK 
To: STATE 
Type: TE 
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